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Feature-length articles that appeared in GLASS INDUSTRY issues. 
Classifications indicate the major interest of each article. 


Title Issue Page 


Title Issue 





ANNEALING/STRENGTHENING 


Lehr Belt Switch Improves Plant’s Production 
Efficiency 

How to Get the Most Out of Your Lehr 

Strengthening Equipment Exhibit in Print 


BATCHING 


Batch and Cullet Preheating Can Save Energy 

Batch Charging Systems Adapt to Increased 
Cullet Levels 

Glass Melting from Cullet-Rich Batches 

Batching Equipment Exhibit in Print 

An Energy-Saving Cullet Preheater 


DECORATING 


The Evolving World of Glass and Ceramic 
Decorating 

Society of Glass and Ceramic Decorators 
Meeting Preview 

SGCD Meeting Review 


ECONOMICS 


Flat Glass Industry Outlook 

Fiberglass Reinforced Composites Forecast 

FRP Composites Industry Is Cautiously 
Optimistic About the Future 

How the Industry Fared in 1991 

A 5.5 Percent Increase Is Forecast for 
Composite Shipments 


ENERGY/ENVIRONMENT 


Will a Natural Gas “Cracker” Technique 
Reduce NOx Emissions? 
GAF Piant Upgrades Its Emission Control System 
Pollution Control Equipment Exhibit in Print 
Why Glass Is a Good Host for Hazardous Waste 
Waste Heat Recovery from Regenerative Glass 
Furnaces 
How the Clean Air Act Impacts Glass Producers 
An Energy-Saving Cullet Preheater 


FABRICATION 


New Architectural Glass Products Offer Improved 
Solar Control 

Coatings Provide New Opportunities for 
Automotive Glazing 

Fabricator Finds Answer to Power-Related 
Problems 

Fabrication Equipment Exhibit in Print 


FORMING 


Automatic Swabbing System Is Working Well 
for Wheaton 

New Container Coating Technology Is 
Developed 

Forming Equipment Exhibit in Print 

Mold Swabbing Switch Provides a Double 
Benefit 


GENERAL FEATURES 


Glass Container Promotion Boosts Soft Drink 
Sales 

Owens Corning Adjusts to a Global Economy 

Frank Green Receives the Phoenix Award 


MEETINGS/SHOWS 


Glass Problems Conference Report 
Glassman America Preview 

SGCD Meeting Preview 

Glastec 92 Preview 

Glassman America Review 
Glastec 92 Review 

SGCD Meeting Review 


MELTING 


Manville Plant Gets a Boost from Oxygen-Gas 

Firing Jan. 
How 100 Percenii Oxygen Firing Impacts 

Regenerative Melters March 
Bubbler Systems Can Abet Melting Operations March 
Will a Natural Gas “Cracker” Technique Reduce 

NOx Emissions? March 
Combustion Equipment Exhibit in Print March 
Sulfate Burnout Improves Regenerator 

Performance June 


PROCESS CONTROL/INSTRUMENTATION 


Temperature Monitoring Equipment Exhibit 

in Print Jan. 
New Methodology for Furnace Monitoring, 

Analysis, and Control 
Changing Colors in Container Furnaces Oct. 
Process Control Equipment Exhibit in Print Oct. 


QUALITY CONTROL/INSPECTION 


Container Coatings Take on Increased Importance 

How Noncontact Thermometers Measure Glass 
Temperature 

Infrared Scanning Helps Insure Quality 
Production for Ford 

Quality Control Equipment Exhibit in Print 


RAW MATERIALS 


The Supply Outlook for Soda Ash, 
Lithia, Boron and Rare Earths 


REFRACTORIES 


Hotter Refractories Increase the Risk of 
Downward Drilling 

Refractories for Special Glasses 

How Encapsulation Controls Drilling in Tank 
Bottoms 

Refractory Products Exhibit in Print 
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